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CONEIDENTIAL NEW DELHI 14259 

DEPARTMENT EOR A/SY/EO 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJ: SPECIAL PROTECTIVE EQUIPMENT 
REF: STATE 232527 

1. REETEL INDICATES CARGO EOR KATHMANDU AND DACCA 
WILL BE OFE-LOADED AT NEW DELHI. POST DOES NOT 
BELIEVE IT SHOULD ACCEPT CARGO FOR KATHMANDU OR DACCA 
BECAUSE OE THE RE-SHIPMENT PROBLEM WHICH WAS THE MAJOR 
EACTOR OE OUR ORIGINAL DIEFICULTY IN RECEIVING MATERIAL 
EROM KATHMANDU. 

2. CARGO EOR DACCA SHOULD BE OEF-LOADED THERE SINCE 
PLANE WILL BE ELYING DIRECTLY FROM HERE TO DACCA ON 
THE SAME DAY. 

3. BEST ALTERNATIVE WOULD BE TO HOLD KATHMANDU CARGO 
AND SEND VIA SK SUPPORT PLIGHT DIRECT TO KATHMANDU. 

4. THERE SHOULD BE NO PROBLEM OPP-LOADING CARGO 
ASSIGNED EOR INDIA. 

MOYNIHAN 


CONEIDENTIAL 
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Document Source: CORE 

Document Unique ID: 00 
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Errors: N/A 

Film Number: D740302-0806 
From: NEW DELHI 
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Line Count: 51 
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